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Message Text 


UNCLASSIFIED 

PAGE 01 LIMA 06867 301708Z 

53 

ACTION FBOE-OO 

INFO OCT-01 ARA-10 ISO-OO /011W 

077262 

P 301505Z JUL 76 

FM AMEMBASSY LIMA 

TO SECSTATE WASHDC PRIORITY 1 178 

UNCLAS LIMA 6867 

EO 11652: NA 
TAGS: ABLD, PE 

SUB J : SWIMMING POOL AT OER, PROPERTY 02136 
REF: STATE 182302 AND LIMAOM 7/9/76 

1 . POST APPRECIATES CONCURRENCE FOR NEW FILTER. REGRET TO ADVISE 
THAT T.Q. ALLOTMENT IS ALREADY LARGELY COMMITTED. OBLIGATIONS 
AGAINST M&R ALLOTMENT ALREADY TOTAL $2146 TO DATE. ESSENTIAL 
REQUIREMENT TO COMMENCE NEXT WEEK'S PAINTING INTERIOR OF 
PROPERTY 05136 PRIOR TO ARRIVAL OF NEW DEM, COSTING $2750. 
AMBASSADOR DEPARTS ON HOME LEAVE JULY 30 AND POST PLANS TO 
REPAIR TERMITE DAMAGED FLOORS IN SUBJECT PROPERTY AT ESTIMATED 
COST OF $800. REQURIE NEW FLUSH VALVES FOR TOILETS AND CHECK 
VALVES FOR WATER SYSTEM IN PROPERTY 01136, ESTIMATED COST AND 
SHIPPING CHARGES $375. IN MOVING AHEAD WITH THESE REQUIRE- 
MENTS, WE SHALL BE REDUCED TO $929 TO HANDLE DAY-TO-DAY 
ROUTINE REQUIREMENTS FOR NEXT TWO MONTHS. 

2. OBVIOUSLY, POST IS UNABLE TO ABSORB COST OF $1378 FOR NEW 
POOL FILTER AND REQUESTS AN APPROPRIATE INCREASE IN ITS 
M&R ALLOTMENT SO THAT THIS WORK CAN BE COMPLETED BEFORE 
THE AMBASSADOR'S RETURN IN MID-SEPTEMBER. 

SMITH 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LIMA06867 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 
Enclosure: n/a 
Executive Order: N/A 
Errors: N/A 

Film Number: D760295-0270 

From: LIMA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976075/aaaaaecw.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 182302, 76 LIMA 7 
Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 MAY 2004 by ThomasVJ>; APPROVED <30 DEC 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SWIMMING POOL AT OER, PROPERTY 02136 
TAGS: ABLD, PE 
To: STATE 
Type: TE 
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